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9203110044 Announces Region IV scheduling of 920324 meeting w/all licensees to dis-
cuss requalification exams.

COLLINS.SJ. Region 4 (Post 820201). 92/02/28. CARNS.N.S. Entergy Operations,
Inc. 3pp. 60849:088-60849:090.

9203260006 Informs that NRC plans to administer generic fundamentals exam section
of written operator licensing exam consisting of 100 questions on 920610.Sample reg-
istration Itr encl.

GALLO.R.M. Operator Licensing Branch. 92/03/19. CARNS.N.S. Entergy Operations,
Inc. 4pp. 61083:009-61083:012.

DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203230072 Forwards FEMA rept for off site portion of facilities exercise of 910619-
20. No deficiencies identified during exercise. However, 13 areas requiring corrective ac-
tions identified.W/o encl.

CLINE.W.E. Region 2 (Post 820201). 92/02/18. MCMEEKIN.T.C. Duke Power Co.
4pp. 60984:139-60984:142.

9203100036 Forwards insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No viola-
tions or deviations noted.

HERDT.A.R. Region 2 (Post 820201). 92/02/19. MCMEEKIN.T.C. Duke Power Co.
3pp. 60843:184-60843:198.

-9203100040 Insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No violations
noted.Major areas inspected:plant fire protection/prevention implementation program.
MILLER,W.H., BELISLE.G.A. Region 2 (Post 820201). 92/02/13. 12pp. 60843:187-
60843:198.

9203260183 Forwards public version of revised EPIPs.including RP/O/A/5700/07 &
RP/0/A/5700/10.W/920323 release memo.

MCMEEKIN.T.C. Duke Power Co. 92/02/20. Document Control Branch (Document
Control Desk). 4pp. 61114:139-61114:169.

-9203260188 Public version of revised EPIPs.including RP/O/A/5700/07 & RP/O/A/
5700/10.
MICHAEL.R.P. Duke Power Co. 92/02/20. 26pp. 61114:141-61114:169.

9203120260 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, "Off-Site Dose
Projections for Oconee Nuclear Station." W/ 920306 Itr.
HARRIS.R.E. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283.

9203130096 Rev 42 to "Crisis Mgt Plan for Nuclear Stations," including 3 illustrated
booklets   on   how   to   react   in   emergency   for   distribution   to   residents   near
Oconee,McGuire & Catawba Nuclear Stations.W/920306 Itr.
TUCKER.H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094.

9203300363 Rev 37 to emergency plan Figure K-1 & App 6,Pages Q-6.1 through Q-
6.4.W/920319ltr.
MCMEEKIN.T.C. Duke Power Co. 92/03/19. 30pp. 61209:213-61209:240.

9203310119 Informs that review of emergency response data sys implementation plan
submitted 911024 provides basis for acceptable implementation at facility.
MATTHEWS.D.B. Project Directorate II-3. 92/03/24. TUCKER.H.B. Duke Power Co.
4pp. 61194:124-61194:127.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020124 Submits info that reflects methodology used by plants to resolve concerns
identified in Generic Ltr 91-11 re Generic Issues 48 & 49. Info inadvertently omitted
from 920131 cover Itr.

TUCKER.H.B. Duke Power Co. 92/02/19, Document Control Branch (Document Con-
trol Desk). 2pp. 60783:250-60783:251.

9203030037 Forwards request for addl info re licensee 911127 Itr concerning changes
to plant topical rept, "QA Program."

JULIAN.C.A. Region 2 (Post 820201). 92/02/19. TUCKER.H.B. Duke Power Co. 10pp.
60753:117-60753:126.

9203020311 Forwards response to Generic Ltr 91-13 re loss of essential svc water sys
postulated event.Existing TS adequately ensure availability of essential svc water sys.
TUCKER.H.B. Duke Power Co. 92/02/27. Document Control Branch (Document Con-
trol Desk). 8pp. 60788:115-60788:122.

9203090183   Requests   approval   of   proposed   alternatives   to   requirements   of
10CFR50.55a codes & stds to perform taper welding of plugs in Unit 2 steam genera-
tor C.Comparison of 1980 & 1989 code editions discussed on encl.
MCMEEKIN.T.C. Duke Power Co. 92/02/27. Document Control Branch (Document
Control Desk). 6pp. 60862:204-60862:209.

9203090186 Forwards Rev 32 to Oconee "ODCM," Rev 33 to McGuire "ODCM," Rev
34 to Catawba "ODCM" & Rev 35 to generic section of ODCM for plants.
TUCKER.H.B. Duke Power Co. 92/02/28, Document Control Branch (Document Con-
trol Desk), 2pp. 60895:295-60896:124.

-9203090199 Rev 33 to McGuire Nuclear Station "ODCM."
MCCONNELLJ.L Duke Power Co, 92/01/01. 53pp. 60896:002-60896:054.

-9203090210 Rev 35 to "ODCM" generic section.
MCCONNELLJ.L Duke Power Co. 92/03/01. 13pp. 60896:112-60896:124.

9203100064 Provides util summary & work status in 920213 telcon with NRC staff on
unit 1 restart after steam generator tube leak outage & eddy current test results on
unit 2.Proposed agenda for 920507 meeting & updated Unit 1 action plan encl.
MCMEEKIN.T.C. Duke Power Co. 92/02/28. Document Control Branch (Document
Control Desk). 4pp. 60885:351-60885:354.

9203130255 Forwards response to NRC 910925 request for add! info re 901023 appli-
cation to revise TS 3/4.7.5 to increase allowable temp of standby nuclear svc water
pond.Util 10CFR50.59 evaluation of requested changes also encl.
MCMEEKIN.T.C. Duke Power Co. 92/03/03. Document Control Branch (Document
Control Desk). 14pp. 60933:061-60933:074.

9203060170 Forwards safety evaluation granting use of automatic welding for steam
generator plugs, in response to 920227 Itr request.

MATTHEWS.D.B. Project Directorate II-3. 92/03/04. MCMEEKIN.T.C. Duke Power Co.
4pp. 60839:036-60839:041.

-9203060178 Safety evaluation granting use of automatic welding for steam generator
plugs.

*  Project Directorate II-3. 92/03/04. 2pp. 60839:040-60839:041.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203120318 Requests FR publication of notice of issuance of amends to licenses NPF-
9 & NPF-17.Amends revise TS re cycle 8 reload w/B&W fuel.
REED.T.A. Project Directorate II-3. 92/03/06. NRC - No Detailed Affiliation Given.
3pp. 60911:338-60911:340,

9203190259 Forwards amends 130 & 112 to licenses NPF-9 & NPF-17, respectively &
safety evaluation.Amends support unit 2 cycle 8 reload w/B&W fuel & make unit 2 TS
identical to previously reviewed & approved unit 1 TS.

REED.T.A Project Directorate II-3. 92/03/06. MCMEEKIN.T.C. Duke Power Co. 4pp.
60971:292-60972:017.

-9203190279 Amends 130 & 112 to licenses NPF-9 & NPF-17,respectively, supporting
unit 2 cycle 8 reload with B&W fuel & making unit 2 TS identical to previously re-
viewed & approved unit 1 TS.
MATTHEWS.D.B. Project Directorate H-3. 92/03/06. 80pp. 60971:296-60972:014.

-9203190282 Safety evaluation supporting amends 130 & 112 to licenses NPF-9 &

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 3pp,
60972:015-60972:017.

9203200347 Notification of contract execution.awarding task order 15,to "NDE Support
at McGuire Nuclear Power Plant." Contractor: TET.Inc.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L-
14742. 92/03/09. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director
(Post 870411). MODES.M. NRC - No Detailed Affiliation Given. 1p. 60999:350-
60999:352.

-9203200353 Ltr contract NRC-03-90-028,awarding Task Order 15: "NDE Support at
McGuire Nuclear Power Plant."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-14742. 92/02/25.
PAYNE.D. Thompson Engineering Testing, Inc. (formerly Vester J. Thompson, Jr.,
Inc.). 2pp. 60999:351-60999:352.

9203250232 Revised Selected Licensee Commitment Manual,reflecting revs to Table
16.8-1 a,Page 36 of 39 & Table 16.81b,Pages 10.36 & 37 of 39,in ref to containment
penetration conductor overcurrent protective devices.
BURBA.L Duke Power Co. 92/03/10. 15pp. 61107:130-61107:144.

9203230163 Forwards Rev 1 to "McGuire Nuclear Station Unit 1,Cycle 8 Startup Rept,"
for criticality.zero power physics testing & power escalation testing.per Tech Spec
6.9.1.1.

MCMEEKIN.T.C. Duke Power Co. 92/03/11. Document Control Branch (Document
Control Desk). 1p. 61077:141-61077:175.

-9203230168 Rev 1 to "McGuire Nuclear Station Unit 1 Cycle 8 Startup Rept."

*  Duke Power Co. 92/03/11. 34pp. 61077:142-61077:175.

9203270093 Notification of contract execution.Task Order 2, "Individual Plant Exam
Submittal Reviews (for Internal Events Only) - Back-End Containment,McGuire,"
awarded to Scientech.lnc.

ANKER.B. Division of Contracts & Property Management (Post 890205). FIN L-1933-
2. 92/03/20. MINNERS.W. Division of Safety Issue Resolution (Post 880717).
FLACK.J. NRC - No Detailed Affiliation Given. 1p. 61109:329-61109:331.

-9203270096 Ltr contract,NRC-04-91-068,defining Task Order 2, "Individual Plant Exam
Reviews.lnternal EventsrBack End OnlyrMcGuire," awarded to Scientech.lnc.
MATTIA.MJ. Contract Administration Branch 2 (Post 900603). FIN L-1993-2. 92/03/
10. MATTSON.RJ. SCIENTECH, Inc. 12pp. 61109:330-61109:331.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013. "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60871:182-60871:185.. Southern Nuclear Operating Co. 92/01/31. 2pp. 60983:202-60983:203.
